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lo Work is to start at once on the construction of a new power station 
in the neighborhood of Caransebes* 

2« One 1*0,000 Kw and one 20,000 Kw generator are to be installed and there 
will be provision for a third unit of 20,000 Kw which is to be installed 
subsequently* 

3. It is estimated that 1,200 - 1,500 tons of lignite will be consumed 
daily* The fuel will be supplied by a cable conveyer from a newly re- 
opened lignite mine which is situated seven kilometers from the power 
station site* 
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